DC to Dc Converters: Switching Regulators, External Switch 


SYNCHRONOUS SWITCHING REGULATORS 
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Used with external pass transistors, IRF7403 & IRF7204 
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High Frequency Controllers: 

















ADP1147 

3.5V to 20V 

3.3V, 5V 

5mA -2A 
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Periodic constant off time 
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Step-down only, 97% efficiency 
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ADP1148 

3.5V, 5V, adj. 
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98% efficiency 
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ADP3152 

5V & 12V 

Prgm 1.3 to 3.3 
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ADP3153 

5V & 12V 

Prgm 1.3 to 3.3 
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